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U. S. SENATOR.. 



JOHN F. KENNEDY 

FOR PRESIDENT 

★ ★ ★ ★ 


HEADQUARTERS -1106 CONNECTICUT AVE., N.W. • WASHINGTON, D. C. • DISTHOT 


August 22 , i960 


The Honorable Allen Dulles 
Director 

Central Intelligence Agency 
Washington , D.C. 

Dear Mr. Dulles: 


I very much appreciate your offer to 
supply us with a synopsis of foreign broadcasts. We shall, 
as you suggest, keep this matter confidential. 

The Senator joins me in thanking you. 


Sincerely yours. 



Pierre Salinger 
Press Secretary to 
Senator Kennedy 
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